Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48822 Broadcast Actions 9/19/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 09/14/2016 


AM STATION APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


CA BP-20140214ABF KIQI 50703 MULTICULTURAL RADIO Minor change in licensed facilities. 
BROADCASTING LICENSEE, LLC 


E 1010 KHZ 
CA, SAN FRANCISCO 
AL  BP-20160601ADC WAMI 66212 THE OPP BROADCASTING CO., Minor change in licensed facilities. 
INC. i i ; 
E 880 KHZ Engineering Amendment filed 08/26/2016 
AL, OPP 


CLASS A TV APPLICATIONS FOR RENEWAL GRANTED 
FL  BRTTA-20121001AVD WTCN-CA WTVX LICENSEE, LLC Renewal of License. 


70865 
FL, PALM BEACH 
CHAN-43 
FL  BRTTA-20121001AVH WWHB-CA WTVX LICENSEE, LLC Renewal of License. 
63557 
FL, STUART 
CHAN-48 
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REPORT NO. 48822 Broadcast Actions 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION 


Actions of: 09/14/2016 
CLASS A TV APPLICATIONS FOR RENEWAL GRANTED 


WA BRTTA-20141001BYA KORX-CD SINCLAIR KENNEWICK 
71072 LICENSEE, LLC 
CHAN-16 WA, WALLA WALLA 


DIGITAL CLASS A TV APPLICATIONS FOR RENEWAL GRANTED 


CA BRDTA-20140801AFH KBFX-CD SINCLAIR BAKERSFIELD 
51501 LICENSEE, LLC 
CHAN-29 CA, BAKERSFIELD 

CA BRDTA-20140801AFN KMPH-CD KMPH LICENSEE, LLC 
168338 

CA, MERCED-MARIPOSA 

CHAN-49 

WA BRDTA-20141001BXX KVVK-CD SINCLAIR KENNEWICK 
25358 LICENSEE, LLC 
CHAN-15 WA, KENNEWICK, ETC. 


PUBLIC NOTICE 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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News media information 202 / 418-0500 


REPORT NO. 48822 Broadcast Actions 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION 


Actions of: 09/14/2016 
DIGITAL CLASS A TV APPLICATIONS FOR RENEWAL GRANTED 


WA BRDTA-20141001BXZ KUNW-CD SINCLAIR KENNEWICK 
167797 LICENSEE, LLC 
CHAN-30 WA, YAKIMA 


DIGITAL TV APPLICATIONS FOR ASSIGNMENT OF LICENSE GRANTED 


FL BALCDT-20160805AAI WBBH-TV WATERMAN BROADCASTING 
71085 CORP. OF FLORIDA 
CHAN-15 FL, FORT MYERS 


VA BALCDT-20160805AAK WVIR-TV 70309 VIRGINIA BROADCASTING 


CORPORATION 
E CHAN-32 
VA , CHARLOTTESVILLE 


DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 
DC BRCDT-20120529AFT WJLA-TV 1051 ACC LICENSEE, LLC 


E CHAN-7 DC, WASHINGTON 


PUBLIC NOTICE 


Recorded listing of releases and texts 202 / 418-2222 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Voluntary Assignment of License 

From: WATERMAN BROADCASTING CORPORATION OF FLORIDA, 
INC. 

To: WATERMAN BROADCASTING OF FLORIDA, LLC 

Form 316 


Voluntary Assignment of License 

From: VIRGINIA BROADCASTING CORPORATION 
To: VIRGINIA BROADCASTING, LLC 

Form 316 


Renewal of License. 
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REPORT NO. 48822 
STATE FILE NUMBER E/P CALL LETTERS 


Actions of: 09/14/2016 


News media information 202 / 418-0500 


Broadcast Actions 


APPLICANT AND LOCATION 


DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 


MD BRCDT-20120601APF WBFF 10758 
E CHAN-46 


VA BRCDT-20120601APJ WRLH-TV 412 
E CHAN-26 


Wv BRCDT-20120601APM WCHS-TV 
71280 


CHAN-41 


VA BRCDT-20120601APP WTVZ-TV 
40759 


CHAN-33 


SC BRCDT-20120801AJY WMMP 9015 
E CHAN-36 


CHESAPEAKE TELEVISION 
LICENSEE, LLC 


MD, BALTIMORE 


WRLH LICENSEE, LLC 
VA , RICHMOND 


WCHS LICENSEE, LLC 
WV, CHARLESTON 


WTVZ LICENSEE, LLC 
VA , NORFOLK 


WMMP LICENSEE L.P. 
SC, CHARLESTON 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 


Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 
REPORT NO. 48822 Broadcast Actions 9/19/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE O F APPLICATION 


Actions of: 09/14/2016 
DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 


NC BRCDT-20120801AKM WMYV 25544 WUPN LICENSEE, LLC Renewal of License. 
E CHAN-33 NC, GREENSBORO 

NC BRCDT-20120801AKP WXLV-TV 414 WXLV LICENSEE, LLC Renewal of License. 
E CHAN-29 NC, WINSTON-SALEM 

NC BRCDT-20120801AKV WLFL 73205 WLFL LICENSEE, LLC Renewal of License. 
E CHAN-27 NC, RALEIGH 

NC BRCDT-20120801ALA WRDC 54963 RALEIGH (WRDC-TV) LICENSEE, Renewal of License. 

INC. 

E CHAN-28 


NC, DURHAM 


NC BRCDT-20120801ALK WLOS 56537 WLOS LICENSEE, LLC Renewal of License. 
E CHAN-13 NC, ASHEVILLE 
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REPORT NO. 48822 


STATE FILE NUMBER 


Actions of: 09/14/2016 


DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 
WEAR LICENSEE, LLC 


FL 


FL 


FL 


FL 


AL 


BRCDT-20121001ASC 


BRCDT-20121001ASO 


BRCDT-20121001ATE 


BRCDT-20121001AUI 


BRCDT-20121203AQC 


E 


E 


E 


E/P CALL LETTERS 


WEAR-TV 
71363 


CHAN-17 


WFGX 6554 
CHAN-50 


WTWC-TV 
66908 


CHAN-40 


WTVX 35575 
CHAN-34 


WTTO 74138 
CHAN-28 


News media information 202 / 418-0500 


Broadcast Actions 


FL, 


PUBLIC NOTICE 


Recorded listing of releases and texts 202 / 418-2222 


APPLICANT AND LOCATION 


PENSACOLA 


WFGX LICENSEE, LLC 


FL, 


WTWC LICENSEE, LLC 


FL, 


FORT WALTON BEACH 


TALLAHASSEE 


WTVX LICENSEE, LLC 


FL, 


FORT PIERCE 


WTTO LICENSEE, LLC 


AL, 


HOMEWOOD 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


E/P CALL LETTERS 


News media information 202 / 418-0500 


Broadcast Actions 


APPLICANT AND LOCATION 


DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 


KY BRCDT-20130401A0OM 


TN  BRCDT-20130401A0P 


TN BRCDT-20130401AQI 


TN BRCDT-20130401AQT 


OH BRCDT-20130603AJF 


E 


E 


E 


E 


WDKY-TV 
64017 


CHAN-31 


WTVC 22590 
CHAN-9 


WZTV 418 
CHAN-15 


WDKY LICENSEE, LLC 
KY, DANVILLE 


WTVC LICENSEE, LLC 
TN, CHATTANOOGA 


WZTV LICENSEE, LLC 
TN, NASHVILLE 


WUXP-TV 9971 WUXP LICENSEE, LLC 


CHAN-21 


WKEF 73155 
CHAN-51 


TN, NASHVILLE 


WKEF LICENSEE L.P. 
OH, DAYTON 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Page 7 of 48 


REPORT NO. 48822 


STATE FILE NUMBER 


Actions of: 09/14/2016 
DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 


MI 


BRCDT-20130603AJK 


OH BRCDT-20130603AJX 


MI 


BRCDT-20130603AKL 


OH BRCDT-20130603ALD 


OH BRCDT-20130603AWN 


E/P CALL LETTERS 


E 


E 


E 


WWMT 74195 
CHAN-8 


WKRC-TV 
11289 


CHAN-12 


WSMH 21737 
CHAN-16 


WSYX 56549 
CHAN-48 


WTOV-TV 
74122 


CHAN-9 


PUBLIC NOTICE 


News media information 202 / 418-0500 


Broadcast Actions 


APPLICANT AND LOCATION 


WWMT LICENSEE, LLC 
MI, KALAMAZOO 


WKRC LICENSEE, LLC 
OH, CINCINNATI 


WSMH LICENSEE, LLC 
MI, FLINT 


WSYX LICENSEE, INC. 
OH, COLUMBUS 


WTOV LICENSEE, LLC 
OH, STEUBENVILLE 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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REPORT NO. 48822 


STATE FILE NUMBER 


Actions of: 09/14/2016 
DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 


WI 


IL 


IL 


WI 


WI 


BRCDT-20130801AHM 


BRCDT-20130801AKY 


BRCDT-20130801ALL 


BRCDT-20130801AMA 


BRCDT-20130801AMD 


E 


E 


E 


News media information 202 / 418-0500 


E/P CALL LETTERS 


WMSN-TV 
10221 


CHAN-49 


WICS 25686 
CHAN-42 


WICD 25684 
CHAN-41 


WCGV-TV 
71278 


CHAN-25 


WVTV 74174 
CHAN-18 


PUBLIC NOTICE 


Recorded listing of releases and texts 202 / 418-2222 


Broadcast Actions 


APPLICANT AND LOCATION 


WMSN LICENSEE, LLC 
WI, MADISON 


WICS LICENSEE, LLC 
IL, SPRINGFIELD 


WICD LICENSEE, LLC 
IL, CHAMPAIGN 


WCGV LICENSEE, LLC 
WI, MILWAUKEE 


WVTV LICENSEE, INC. 
WI, MILWAUKEE 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48822 Broadcast Actions 9/19/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 09/14/2016 
DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 


MO BRCDT-20131017AJD KBSI 19593 KBSI LICENSEE L.P. Renewal of License. 
E  CHAN-22 MO, CAPE GIRARDEAU 
IA BRCDT-20131017AJJ KDSM-TV KDSM LICENSEE, LLC Renewal of License. 
56527 
IA, | DES MOINES 
CHAN-16 
IA BRCDT-20131017AJO KGAN 25685  KGAN LICENSEE, LLC Renewalof License: 
E — CHAN-51 IA, CEDAR RAPIDS 
IA BRCDT-20131017AJT KPTH 77451 KPTH LICENSEE, LLC Renewal of License. 
E — CHAN-49 IA, SIOUX CITY 
MO BRCDT-20131017CDZ KDNL-TV KDNL LICENSEE, LLC Renewal of License. 
56524 
MO, ST.LOUIS 
CHAN-31 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


E/P CALL LETTERS 


News media information 202 / 418-0500 


Broadcast Actions 


APPLICANT AND LOCATION 


DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 


MN BRCDT-20131202CEV 


OK BRCDT-20140131ANA 


OK BRCDT-20140131ANJ 


KS BRCDT-20140131ANT 


KS BRCDT-20140131ANY 


E 


E 


E 


WUCW 36395 
CHAN-22 


KOCB 50170 
CHAN-33 


KOKH-TV 
35388 


CHAN-24 


KSAS-TV 
11911 


CHAN-26 


KAAS-TV 
11912 


CHAN-17 


KLGT LICENSEE, LLC 
MN, MINNEAPOLIS 


KOCB LICENSEE, LLC 
OK, OKLAHOMA CITY 


KOKH LICENSEE, LLC 
OK, OKLAHOMA CITY 


KSAS LICENSEE, LLC 
KS, WICHITA 


KSAS LICENSEE, LLC 
KS , SALINA 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


News media information 202 / 418-0500 


E/P CALL LETTERS 


Broadcast Actions 


APPLICANT AND LOCATION 


DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 


KS  BRCDT-20140131A0C 


NE BRCDT-20140203ATR 


TX BRCDT-20140327BHB 


TX BRCDT-20140327BHE 


TX BRCDT-20140327BHP 


E 


E 


E 


E 


KOCW 83181 
CHAN-14 


KPTM 51491 
CHAN-43 


KABB 56528 
CHAN-30 


WOAI-TV 
69618 


CHAN-48 


KVII-TV 40446 
CHAN-7 


KSAS LICENSEE, LLC 
KS , HOISINGTON 


KPTM LICENSEE, LLC 
NE, OMAHA 


KABB LICENSEE, LLC 
TX, SAN ANTONIO 


WOAI LICENSEE, LLC 
TX, SAN ANTONIO 


KVII LICENSEE, LLC 
TX, AMARILLO 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


E/P CALL LETTERS 


News media information 202 / 418-0500 


Broadcast Actions 


APPLICANT AND LOCATION 


DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 


TX BRCDT-20140327BIZ 


TX BRCDT-20140327BJB 


TX BRCDT-20140401AFE 


TX BRCDT-20140401AFL 


TX BRCDT-20140401AFT 


E 


KGBT-TV 
34457 


CHAN-31 


KFDM 22589 
CHAN-25 


KDBC-TV 
33764 


CHAN-18 


KEYE-TV 
33691 


CHAN-43 


KFOX-TV 
33716 


CHAN-15 


KGBT LICENSEE, LLC 
TX, HARLINGEN 


KFDM LICENSEE, LLC 
TX, BEAUMONT 


KDBC LICENSEE, LLC 
TX, EL PASO 


KEYE LICENSEE, LLC 
TX, AUSTIN 


KFOX LICENSEE, LLC 
TX, EL PASO 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48822 Broadcast Actions 9/19/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 09/14/2016 
DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 


NM BRCDT-20140602AST KVIH-TV 40450 KVII LICENSEE, LLC Renewal of License. 
E — CHAN-12 NM, CLOVIS 
ID BRCDT-20140602ASW KBOI-TV 49760 SINCLAIR BOISE LICENSEE, LLC Renewal of License. 
E — CHAN-9 ID, BOISE 
ID BRCDT-20140602ATC KLEW-TV SINCLAIR LEWISTON LICENSEE, Renewal of License. 
56032 LLC 
CHAN-32 ID, LEWISTON 
UT BRCDT-20140602AUJ KUTV 35823 KUTV LICENSEE, LLC Renewal of License. 
E — CHAN-34 UT, SALT LAKE CITY 
UT BRCDT-20140602AVC KMYU 35822 KUTV LICENSEE, LLC Renewal of License. 
E — CHAN-9 UT, ST. GEORGE 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48822 Broadcast Actions 9/19/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 09/14/2016 
DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 


NV BRCDT-20140602AVN KVCW 10195 KUPN LICENSEE, LLC Renewal of License. 
E — CHAN-29 NV, LAS VEGAS 
NV BRCDT-20140602AVR KVMY 10179 KUPN LICENSEE, LLC Renewal of License. 
E — CHAN-22 NV, LAS VEGAS 
NV BRCDT-20140602BEA KRXI-TV 48360 KRXI LICENSEE, LLC Renewal of License. 
E — CHAN-44 NV, RENO 
CA  BRCDT-20140801AF I KBAK-TV 4148 SINCLAIR BAKERSFIELD Renewal of License. 
LICENSEE, LLC 
E — CHAN-33 
CA, BAKERSFIELD 
CA BRCDT-20140801AFL KFRE-TV KFRE LICENSEE, LLC Renewal of License. 
59013 
CA, SANGER 
CHAN-36 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48822 Broadcast Actions 9/19/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 09/14/2016 


DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 
CA BRCDT-20140801AFO KMPH-TV KMPH LICENSEE, LLC Renewal of License. 


51488 
CA, VISALIA 
CHAN-28 
OR BRCDT-20141001BAY KTVL 22570 KTVL LICENSEE, LLC Renewal of License. 
E — CHAN-10 OR, MEDFORD 
WA BRCDT-20141001BYM KEPR-TV SINCLAIR YAKIMA LICENSEE, Renewal of License: 
56029 LLC 
CHAN-18 WA, PASCO 
WA BRCDT-20141001BYN KIMA-TV 56033 SINCLAIR YAKIMA LICENSEE, Renewal of License. 
LLC 
E — CHAN-33 
WA, YAKIMA 
OR BRCDT-20141001CAQ KATU 21649 SINCLAIR PORTLAND LICENSEE, Renewal of License. 
LLC 
E — CHAN-43 


OR, PORTLAND 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


E/P CALL LETTERS 


News media information 202 / 418-0500 


Broadcast Actions 


APPLICANT AND LOCATION 


DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 
SINCLAIR LAGRANDE LICENSEE, Renewal of License. 


OR BRCDT-20141001CBA 


OR BRCDT-20141001CDG 


OR BRCDT-20141001CDL 


OR BRCDT-20141001CDP 


WA BRCDT-20141001CDZ 


E 


E 


E 


E 


KUNP 81447 
CHAN-16 


KCBY-TV 
49750 


CHAN-11 


LLC 
OR,  LAGRANDE 


SINCLAIR EUGENE LICENSEE, 
LLC 


OR, COOS BAY 


KVAL-TV 49766 SINCLAIR EUGENE LICENSEE, 


CHAN-13 


KPIC 61551 
CHAN-19 


KUNS-TV 4624 SINCLAIR SEATTLE LICENSEE, 


CHAN-50 


LLC 
OR, EUGENE 


SOUTH WEST OREGON TV 
BROADCASTING CORP. 


OR, ROSEBURG 


LLC 
WA, BELLEVUE 


PUBLIC NOTICE 


Recorded listing of releases and texts 202 / 418-2222 


NATURE (0) 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


APPLICATION 


Page 17 of 48 


REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


News media information 202 / 418-0500 


E/P CALL LETTERS 


Broadcast Actions 


APPLICANT AND LOCATION 


DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 


WA BRCDT-20141001CEA 


ME BRCDT-20141201BBD 


NY BRCDT-20150202ABF 


NY BRCDT-20150202ABH 


NY BRCDT-20150202ABL 


E 


E 


KOMO-TV 
21656 


CHAN-38 


WGME-TV 
25683 


CHAN-38 


WNYO-TV 
67784 


CHAN-49 


WUTV 415 
CHAN-14 


WUHF 413 
CHAN-28 


SINCLAIR SEATTLE LICENSEE, 
LLC 


WA, SEATTLE 


WGME LICENSEE, LLC 
ME, PORTLAND 


NEW YORK TELEVISION, INC. 
NY, | BUFFALO 


WUTV LICENSEE, LLC 
NY, | BUFFALO 


WUHF LICENSEE, LLC 
NY, ROCHESTER 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


News media information 202 / 418-0500 


E/P CALL LETTERS 


Broadcast Actions 


APPLICANT AND LOCATION 


DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 


NY  BRCDT-20150202ABX 


NY BRCDT-20150202ADT 


NY BRCDT-20150202ADV 


PA BRCDT-20150401ADN 


PA BRCDT-20150401ADV 


E 


E 


E 


WSTM-TV 
21252 


CHAN-24 


WRGB 73942 
CHAN-6 


WCWN 73264 
CHAN-43 


WSTQ LICENSEE, LLC 
NY, SYRACUSE 


WRGB LICENSEE, LLC 
NY, SCHENECTADY 


WCWN LICENSEE, LLC 
NY, SCHENECTADY 


WHP-TV 72313 WHP LICENSEE, LLC 


CHAN-21 


WPGH-TV 
73875 


CHAN-43 


PA , HARRISBURG 


WPGH LICENSEE, LLC 
PA , PITTSBURGH 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48822 Broadcast Actions 9/19/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 09/14/2016 
DIGITAL TV APPLICATIONS FOR RENEWAL GRANTED 


PA BRCDT-20150401ADX WPMY 73907 WCWB LICENSEE, LLC Renewal of License. 
E CHAN-42 PA , PITTSBURGH 
PA BRCDT-20150401ADZ WJAC-TV WJAC LICENSEE, LLC Renewal of License. 
73120 


PA, JOHNSTOWN 
CHAN-34 


FM STATION APPLICATIONS FOR LICENSE TO COVER GRANTED 


UT BLH-20160831AAJ KUDE 72769 SLC DIVESTITURE TRUST I (W. License to cover construction permit BPH-20101220ABB, as modified by 
LAWRENCE PATRICK, TRUSTEE) permit BMPH-20160614AAJ. 
E 99.1 MHZ 
UT, NEPHI 


Granted 9/14/2016 


FL BLH-20160913AAX WXJB 170182 GEORGE S. FLINN, JR. License to cover construction permit BPH-20130711AAH. 


E 99.9 MHZ FL, HOMOSASSA Granted 9/14/2016 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48822 Broadcast Actions 9/19/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 09/14/2016 


FM AUXILIARY TRANSMITTING ANTENNA APPLICATIONS FOR AUXILIARY PERMIT GRANTED 


OR BXPED-20160907AFN KGCL 85777 EDUCATIONAL MEDIA CP for auxiliary purposes. 
FOUNDATION 
E 90.9 MHZ 


OR, JORDAN VALLEY 


FM TRANSLATOR APPLICATIONS FOR ASSIGNMENT OF LICENSE GRANTED 


SC BALFT-20151106ERH W235CH MILLER COMMUNICATIONS, INC. Voluntary Assignment of License 
142014 From: MILLER COMMUNICATIONS, INC. 
ere SC. “Si MATIHEWS To: ALPHA MEDIA LICENSEE LLC 
i Form 345 
FM TRANSLATOR APPLICATIONS FOR ASSIGNMENT OF PERMIT GRANTED 
SD  BAPFT-20160728AFZ K271CN HORIZON CHRISTIAN Voluntary Assignment of Construction Permit 
142013 FELLOWSHIP From: HORIZON CHRISTIAN FELLOWSHIP 
To: PRAIRIE WINDS BROADCASTING, INC. 
102.1 MHZ SD, RAPID CITY Form 345 
FM TRANSLATOR APPLICATIONS FOR MODIFICATION OF LICENSE GRANTED 
OR BMLFT-20160824ABG K205CJ 37440 CALVARY CHAPEL OF TWIN License to modify. 


FALLS, INC. 
OR, PRAIRIE CITY 


E 88.9 MHZ 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48822 Broadcast Actions 9/19/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 09/14/2016 


FM TRANSLATOR APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT GRANTED 
NC BMPFT-20160824AAB W255CR CHARISMA RADIO CORP. Mod of CP 


142796 
NC, FRANKLIN 
98.9 MHZ 
IN BMPFT-20160824AAX W269BP BREWER BROADCASTING CORP. Mod of CP 
148424 
IN, RICHMOND 
101.7 MHZ 
IL BMPFT-20160825AAJ W249DH MID-WEST MANAGEMENT, INC. Mod of CP 
145228 
IL, GALENA 
97.7 MHZ 
IL BMPFT-20160830ABO W268AY EDUCATIONAL MEDIA Mod of CP 
145107 FOUNDATION 
101.5 MHZ IL, SEWARD TOWNSHIP 
WI BMPFT-20160830ABT W284DA POLNET COMMUNICATIONS, Mod of CP 
E 155174 LTD. 
104.7 MHZ WI, WAUKAU 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 


Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48822 Broadcast Actions 9/19/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 09/14/2016 


FM TRANSLATOR APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT GRANTED 


SC BMPFT-20160831AAQ W219CY 76023 EDUCATIONAL MEDIA Mod of CP 
FOUNDATION 
E 91.7 MHZ 


SC, IRMO 


FM TRANSLATOR APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 
KY BPFT-20160824ABE W255CX JARED A. NIX Minor change in licensed facilities, callsign W255CX. 


157967 
KY, BEREA 
98.9 MHZ 
IN BPFT-20160824ABN W258CY CALVARY RADIO NETWORK, INC. Minor change in licensed facilities, callsign W293AL. 
140811 
IN, ROCHESTER 
99.5 MHZ 
MI BPFT-20160825AAG W259AD 77188 GOSPEL OPPORTUNITIES, INC. Minor change in licensed facilities, callsign W259AD. 
E 99.7 MHZ MI, NEWBERRY 
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REPORT NO. 48822 


STATE FILE NUMBER 


Actions of: 09/14/2016 


PUBLIC NOTICE 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


E/P CALL LETTERS 


Broadcast Actions 


APPLICANT AND LOCATION 


NATURE O F 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


APPLICATION 


FM TRANSLATOR APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


AZ BPFT-20160825AAN 


NY BPFT-20160830AAS 


TX BPFT-20160831AAB 


AK BPFT-20160831AAK 


OK BPFT-20160831AAN 


E 


E 


K252FG 
141431 


98.3 MHZ 


W240DK 
138958 


95.9 MHZ 


K268CW 
144563 


101.5 MHZ 


K269AD 69002 
101.7 MHZ 


K207DS 92759 
89.3 MHZ 


LAKE POWELL 
COMMUNICATIONS, INC. 


AZ, PAGE 


STATE UNIVERSITY OF NEW 
YORK 


NY, WATERTOWN 


HOUSTON CHRISTIAN 
BROADCASTERS, INC. 


TX, HOUSTON 


UNIVERSITY OF ALASKA 
AK , HEALY, ETC. 


CALVARY CHAPEL OF TWIN 
FALLS, INC. 


OK, WISTER 


Minor change in licensed facilities, callsign K252FG. 


Minor change in licensed facilities, callsign W260BE. 


Minor change in licensed facilities, callsign K268CW. 


Minor change in licensed facilities, callsign K269AD. 


Minor change in licensed facilities, callsign K207DS. 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 


Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48822 Broadcast Actions 9/19/2016 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE O F APPLICATION 


Actions of: 09/14/2016 
DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR ASSIGNMENT OF LICENSE GRANTED 


VA  BALDTT-20160805AAL W30CT-D VIRGINIA BROADCASTING Voluntary Assignment of License 
168767 CORPORATION From: VIRGINIA BROADCASTING CORPORATION 
CHAN-30 VA , HARRISONBURG To: VIRGINIA BROADCASTING, LLC 
Form 316 
VA BALDTT-20160805AAM W41DT-D VIRGINIA BROADCASTING Voluntary Assignment of License 
168768 CORPORATION From: VIRGINIA BROADCASTING CORPORATION 
CHAN-41 VA , STAUNTON To: VIRGINIA BROADCASTING, LLC 


Form 316 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR RENEWAL GRANTED 
IA  BRDTL-20131017AJU KBVK-LP KPTH LICENSEE, LLC Renewal of License. 


127822 
IA, SPENCER 
CHAN-21 
KS  BRTTL-20140131ANU KAAS-LP 11968 KSAS LICENSEE, LLC Renewal of License. 
E CHAN-31 KS , GARDEN CITY 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR RENEWAL GRANTED 


KS  BRTTL-20140131ANV 


UT BRDTT-20140602AUM 


UT BRDTT-20140602AUQ 


UT BRDTT-20140602AUR 


UT BRDTT-20140602AUS 


News media information 202 / 418-0500 


E/P CALL LETTERS 


E 


E 


E 


Broadcast Actions 


APPLICANT AND LOCATION 


KSAS-LP 11967 KSAS LICENSEE, LLC 


CHAN-29 


K22FS-D 35839 
CHAN-22 


K49AS-D 70994 
CHAN-49 


K50KG-D 
167550 


CHAN-50 


K11VY-D 
167551 


CHAN-11 


KS , DODGE CITY 


KUTV LICENSEE, LLC 
UT, BEAVER, ETC. 


KUTV LICENSEE, LLC 
UT, SANTA CLARA 


KUTV LICENSEE, LLC 
UT, AURORA, ETC. 


KUTV LICENSEE, LLC 
UT, TOQUERVILLE 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 


Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR RENEWAL GRANTED 


UT BRDTV-20140602AUW 


UT BRDTT-20140602AUX 


UT BRDTT-20140602AUY 


UT BRDTT-20140602AUZ 


UT BRDTT-20140602AVA 


E 


News media information 202 / 418-0500 


E/P CALL LETTERS 


KO8PC-D 
186115 


CHAN-8 


K19HQ-D 
167549 


CHAN-19 


K22JZ-D 
184655 


CHAN-22 


K31JX-D 
167555 


CHAN-31 


K36JA-D 
167558 


CHAN-36 


Broadcast Actions 


APPLICANT AND LOCATION 


KUTV LICENSEE, LLC 


UT , HILDALE, ETC. (AZ) 


KUTV LICENSEE, LLC 
UT, VIRGIN 


KUTV LICENSEE, LLC 
UT, SPRING GLEN 


KUTV LICENSEE, LLC 
UT, ROCKVILLE 


KUTV LICENSEE, LLC 
UT, ENTERPRISE 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR RENEWAL GRANTED 


UT BRDTT-20140602AVB 


NV BRDTT-20140602BEB 


NV BRDTT-20140602BEC 


NV BRDTT-20140602BED 


NV BRDTT-20140602BEE 


E 


News media information 202 / 418-0500 


E/P CALL LETTERS 


K441Z-D 
167554 


CHAN-44 


K17CA-D 
23029 


CHAN-17 


K36GL-D 
131168 


CHAN-36 


K16GM-D 
130412 


CHAN-16 


K17HB-D 
130885 


CHAN-17 


Broadcast Actions 


APPLICANT AND LOCATION 


KUTV LICENSEE, LLC 
UT , DELTA, ETC. 


KRXI LICENSEE, LLC 
NV, CARSON CITY 


KRXI LICENSEE, LLC 
NV, LOVELOCK 


KRXI LICENSEE, LLC 
NV, YERINGTON 


KRXI LICENSEE, LLC 
NV, WINNEMUCCA 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR RENEWAL GRANTED 


NV BRDTT-20140602BEF 


NV BRDTT-20140602BEG 


NV BRDTT-20140602BEH 


NV BRDTT-20140602BEl 


NV BRDTT-20140602BEJ 


E 


News media information 202 / 418-0500 


E/P CALL LETTERS 


K22FH-D 
127981 


CHAN-22 


K33IB-D 
127845 


CHAN-33 


K51IA-D 
130893 


CHAN-51 


K22JC-D 
127979 


CHAN-22 


K40DV-D 
39364 


CHAN-40 


Broadcast Actions 


APPLICANT AND LOCATION 


KRXI LICENSEE, LLC 
NV, HAWTHORNE 


KRXI LICENSEE, LLC 
NV, SILVER SPRINGS 


KRXI LICENSEE, LLC 
NV, — FALLON 


KRXI LICENSEE, LLC 
NV, SILVER SPRINGS 


KRXI LICENSEE, LLC 
NV, YERINGTON 


PUBLIC NOTICE 


Recorded listing of releases and texts 202 / 418-2222 


NATURE (0) 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


APPLICATION 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR RENEWAL GRANTED 


OR BRDTT-20141001BBG 


OR BRDTT-20141001BBH 


OR BRDTT-20141001BBI 


OR BRDTT-20141001BBJ 


OR BRDTT-20141001BBK 


E/P CALL LETTERS 


E 


K15HU-D 
168435 


CHAN-15 


K19HH-D 
168444 


CHAN-19 


K21JI-D 168438 
CHAN-21 


K25JW-D 
168439 


CHAN-25 


K41KL-D 
168440 


CHAN-41 


News media information 202 / 418-0500 


Broadcast Actions 


APPLICANT AND LOCATION 


KTVL LICENSEE, LLC 


OR, 


LAKEVIEW 


KTVL LICENSEE, LLC 


OR, 


MIDLAND, ETC. 


KTVL LICENSEE, LLC 


OR, 


CAVE JUNCTION, ETC. 


KTVL LICENSEE, LLC 


OR, 


HUGO, ETC. 


KTVL LICENSEE, LLC 


OR, 


GLENDALE, ETC. 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48822 Broadcast Actions 9/19/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 09/14/2016 
DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR RENEWAL GRANTED 
OR BRDTT-20141001BBL K45KE-D KTVL LICENSEE, LLC Renewal of License. 


168424 
OR, JACKSONVILLE 
CHAN-45 
OR BRDTT-20141001BBM K47LD-D KTVL LICENSEE, LLC Renewal of License. 
168437 
OR, PHOENIX, TALENT 
CHAN-47 
OR BRDTT-20141001CAR K18HH-D SINCLAIR PORTLAND LICENSEE, Renewal of License. 
21657 LLC 
CHAN-18 OR, THE DALLES 
OR BRDTT-20141001CAT K35LD-D 21651 SINCLAIR PORTLAND LICENSEE, Renewal of License. 
LLC 
E — CHAN-35 
OR, PRINEVILLE 
WA BRDTT-20141001CAU K38GS-D SINCLAIR PORTLAND LICENSEE, Renewal of License. 
= 21653 LLC 
CHAN-38 WA, GRAYS RIVER, LEBAM 
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News media information 202 / 418-0500 


REPORT NO. 48822 Broadcast Actions 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION 


Actions of: 09/14/2016 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR RENEWAL GRANTED 
OR BRDTT-20141001CAW 


LLC 
E CHAN-43 
OR, TILLAMOOK 
OR BRDTL-20141001CBB KUNP-LD SINCLAIR LAGRANDE LICENSEE, 
34882 LLC 
CHAN-47 OR, PORTLAND 
OR BRDTT-20141001CDJ K39KR-D SINCLAIR EUGENE LICENSEE, 
182753 LLC 
CHAN-39 OR, PORT ORFORD 
OR BRDTT-20141001CDM K21LY-D SINCLAIR EUGENE LICENSEE, 
E 190070 LLC 
CHAN-21 OR, MAPLETON 
OR BRDTT-20141001CDN K21MB-D SINCLAIR EUGENE LICENSEE, 
E 49754 LLC 
CHAN-21 OR, SCOTTSBURG 


K43EJ-D 21662 SINCLAIR PORTLAND LICENSEE, 


PUBLIC NOTICE 


Recorded listing of releases and texts 202 / 418-2222 


NATURE (0) 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


F 


Federal Communications Commission 


445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


APPLICATION 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR RENEWAL GRANTED 


OR BRDTV-20141001CDQ 


OR BRDTV-20141001CDR 


OR BRDTT-20141001CDS 


OR BRDTT-20141001CDT 


PA BRDTL-20150401AEA 


E/P CALL LETTERS 


E 


E 


News media information 202 / 418-0500 


K11GH-D 
61552 


CHAN-11 


K13HM-D 
61547 


CHAN-13 


K26HO-D 
61548 


CHAN-26 


K29KR-D 
190502 


CHAN-29 


W42DG-D 
168229 


CHAN-42 


PUBLIC NOTICE 


Recorded listing of releases and texts 202 / 418-2222 


Broadcast Actions 


APPLICANT AND LOCATION 


SOUTH WEST OREGON TV 
BROADCASTING CORP. 


OR, TRICITIES, ETC 


SOUTH WEST OREGON TV 
BROADCASTING CORP. 


OR, MYRTLE CREEK 


SOUTH WEST OREGON TV 
BROADCASTING CORP. 


OR, GLIDE 


SOUTH WEST OREGON TV 
BROADCASTING CORP. 


OR, CAMAS VALLEY 


WJAC LICENSEE, LLC 
PA , STATE COLLEGE 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 


Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48822 Broadcast Actions 9/19/2016 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE O F APPLICATION 


Actions of: 09/14/2016 


TELEVISION APPLICATIONS FOR RENEWAL GRANTED 


MD BRCT-20040527ASQ WBFF 10758 CHESAPEAKE TELEVISION Renëwal of License 
E CHAN-45 LICENSEE, LLC Amendment filed 11/10/2004 


MD, BALTIMORE 


SC BRCT-20040730APZ WCIV 9015 WMMP LICENSEE L.P. Renewal of License 
E CHAN-36 SC, CHARLESTON 
NC BRCT-20040730AQF WLOS 56537 WLOS LICENSEE, LLC Renewal of License 
E CHAN-13 NC, ASHEVILLE Amendment filed 11/17/2005 


Amendment filed 07/25/2006 


NC BRCT-20040730ARF WLFL 73205 WLEL LICENSEE, LLC Renewal of License 
E CHAN-22 NC, RALEIGH Amendment filed 03/01/2007 
NC BRCT-20040730ARG WRDC 54963 RALEIGH (WRDC-TV) LICENSEE, Renewal of License 
INC. 
E CHAN-28 


NC, DURHAM 
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REPORT NO. 48822 Broadcast Actions 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION 


Actions of: 09/14/2016 
TELEVISION APPLICATIONS FOR RENEWAL GRANTED 


NC BRCT-20040730ARP WMYV 25544 WUPN LICENSEE, LLC 

E CHAN-48 NC, GREENSBORO 
NC BRCT-20040730ART WXLV-TV 414 WXLV LICENSEE, LLC 

E CHAN-45 NC, WINSTON-SALEM 
AL BRCT-20041201AWE WTTO 74138 WTTO LICENSEE, LLC 

E CHAN-21 AL , HOMEWOOD 
IL BRCT-20050801ASO WICS 25686 WICS LICENSEE, LLC 

E CHAN-20 IL, SPRINGFIELD 


PUBLIC NOTICE 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


NATURE (0) 


Renewal of License 


Renewal of License 


Renewal of License 


Amendment filed 03/18/2005 
Amendment filed 03/01/2007 


Renewal of License 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


APPLICATION 
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REPORT NO. 48822 Broadcast Actions 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION 


Actions of: 09/14/2016 
TELEVISION APPLICATIONS FOR RENEWAL GRANTED 
WI BRCT-20050801BBZ WCGV-TV WCGV LICENSEE, LLC 


71278 
WI, MILWAUKEE 
CHAN-24 


TV TRANSLATOR OR LPTV STATION APPLICATIONS FOR RENEWAL GRANTED 


NC BRTVL-20040730AQG WO6AQ 56535 WLOS LICENSEE, LLC 

E CHAN-6 NC, BAT CAVE, ETC. 
NC BRTVL-20040730AQH W12AQ 56545 WLOS LICENSEE, LLC 

E CHAN-12 NC, BLACK MOUNTAIN 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License 
Opposition Filed 08/26/2008 by NATIONAL MINORITY TV, INC. 
Opposition Filed 08/26/2008 by PAXSON CHICAGO LICENSE INC. 


Petition to Dismiss Filed 08/25/2008 by The Illinois Broadcasters & 
Wisconsin Broadcasters Assoc. 


Opposition Filed 08/25/2008 by WVTV Licensee, Inc. & WCGV Licensee, 
Inc. 


Renewal of License 
Amendment filed 11/17/2005 
Amendment filed 07/25/2006 


Renewal of License 
Amendment filed 11/17/2005 
Amendment filed 07/25/2006 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


News media information 202 / 418-0500 


E/P CALL LETTERS 


PUBLIC NOTICE 


Recorded listing of releases and texts 202 / 418-2222 


Broadcast Actions 


APPLICANT AND LOCATION 


TV TRANSLATOR OR LPTV STATION APPLICATIONS FOR RENEWAL GRANTED 


NC BRTVL-20040730AQI 


NC BRTVL-20040730AQJ 


NC BRTVL-20040730AQK 


NC BRTVL-20040730AQL 


NC BRTVL-20040730AQM 


E 


E 


E 


E 


E 


WO5AP 56530 
CHAN-5 


WO8AN 56540 
CHAN-8 


W12AU 56543 
CHAN-20 


WO5AF 56533 
CHAN-14 


W11AJ 56539 
CHAN-11 


WLOS LICENSEE, LLC 
NC,  BRASSTOWN, ETC. 


WLOS LICENSEE, LLC 


NC, BRYSON CITY, ETC. 


WLOS LICENSEE, LLC 
NC, BURNSVILLE 


WLOS LICENSEE, LLC 
NC, CHEROKEE 


WLOS LICENSEE, LLC 
NC, FRANKLIN 


NATURE O F 


Renewal of License 
Amendment filed 11/17/2005 
Amendment filed 07/25/2006 


Renewal of License 
Amendment filed 11/17/2005 
Amendment filed 07/25/2006 


Renewal of License 
Amendment filed 11/17/2005 
Amendment filed 07/25/2006 


Renewal of License 
Amendment filed 11/17/2005 
Amendment filed 07/25/2006 


Renewal of License 
Amendment filed 11/17/2005 
Amendment filed 07/25/2006 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


APPLICATION 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


News media information 202 / 418-0500 


E/P CALL LETTERS 


PUBLIC NOTICE 


Recorded listing of releases and texts 202 / 418-2222 


Broadcast Actions 


APPLICANT AND LOCATION 


TV TRANSLATOR OR LPTV STATION APPLICATIONS FOR RENEWAL GRANTED 


NC BRTVL-20040730AQN 


NC BRTVL-20040730AQO 


NC BRTVL-20040730AQP 


NC BRTVL-20040730AQQ 


NC BRTVL-20040730AQR 


E 


E 


E 


E 


W12AR 56532 
CHAN-12 


W12Cl 56541 
CHAN-12 


WO6AP 56534 
CHAN-6 


W15DY-D 
56542 


CHAN-15 


WO6AL 56544 
CHAN-6 


WLOS LICENSEE, LLC 
NC,  WAYNESVILLE, ETC. 


WLOS LICENSEE, LLC 
NC, HOT SPRINGS 


WLOS LICENSEE, LLC 
NC, MAGGIE VALLEY, ETC. 


WLOS LICENSEE, LLC 
NC, MARION, ETC. 


WLOS LICENSEE, LLC 
NC,  OTEEN/WARREN 


NATURE O F 


Renewal of License 
Amendment filed 11/17/2005 
Amendment filed 07/25/2006 


Renewal of License 
Amendment filed 11/17/2005 
Amendment filed 07/25/2006 


Renewal of License 
Amendment filed 11/17/2005 
Amendment filed 07/25/2006 


Renewal of License 
Amendment filed 11/17/2005 
Amendment filed 07/25/2006 


Renewal of License 
Amendment filed 11/17/2005 
Amendment filed 07/25/2006 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


APPLICATION 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48822 Broadcast Actions 9/19/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 09/14/2016 
TV TRANSLATOR OR LPTV STATION APPLICATIONS FOR RENEWAL GRANTED 


NC BRTVL-20040730AQS W11AQ 56546 WLOS LICENSEE, LLC Renewal of License 
Amendment filed 11/17/2005 


E CHAN-11 NC, ROBBINSVILLE, ETC. Amendment filed 07/25/2006 

NC BRTVL-20040730AQT WO6AN 56547 WLOS LICENSEE, LLC Renewal of License 
Amendment filed 11/17/2005 
E CHAN-6 NC, SAPPHIRE VALLEY,ETC. Amendment filed 07/25/2006 

NC BRTVL-20040730AQU WO6OD 56536 WLOS LICENSEE, LLC Renewal of License 
Amendment filed 11/17/2005 
E  CHAN-19 Nee “SPRUCE PINE Amendment filed 07/25/2006 

NC BRTVL-20040730AQV WO5AE 56529 WLOS LICENSEE, LLC Renewal of License 
Amendment filed 11/17/2005 
Ea HONS eres SNE Amendment filed 07/25/2006 

NC BRTVL-20040730AQW WO5AC 56538 WLOS LICENSEE, LLC Renewal of License 
E CHAN-5 NC, TRYON, ETC. Amendment filed 11/17/2005 


Amendment filed 07/25/2006 
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REPORT NO. 48822 Broadcast Actions 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION 


Actions of: 09/14/2016 
TV TRANSLATOR OR LPTV STATION APPLICATIONS FOR RENEWAL GRANTED 


SC BRTVL-20040730AQX WO5A0 56531 WLOS LICENSEE, LLC 
E CHAN-5 SC, PICKENS 

NC BRTVL-20120801ALL WO5AC 56538 WLOS LICENSEE, LLC 
E CHAN-5 NC, TRYON, ETC. 

NC BRTVL-20120801ALM WO5AE 56529 WLOS LICENSEE, LLC 
E CHAN-5 NC, SYLVA, ETC. 

NC BRTVL-20120801ALN WO5AF 56533 WLOS LICENSEE, LLC 
E CHAN-14 NC, CHEROKEE 

SC BRTVL-20120801ALO WO5A0 56531 WLOS LICENSEE, LLC 
E CHAN-5 SC, PICKENS 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License 
Amendment filed 11/17/2005 
Amendment filed 07/25/2006 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


News media information 202 / 418-0500 


E/P CALL LETTERS 


PUBLIC NOTICE 


Recorded listing of releases and texts 202 / 418-2222 


Broadcast Actions 


APPLICANT AND LOCATION 


TV TRANSLATOR OR LPTV STATION APPLICATIONS FOR RENEWAL GRANTED 


NC BRTVL-20120801ALP 


NC BRTVL-20120801ALQ 


NC BRTVL-20120801ALR 


NC BRTVL-20120801ALS 


NC BRTVL-20120801ALT 


E 


E 


E 


E 


E 


WO5AP 56530 
CHAN-5 


WO6OD 56536 
CHAN-19 


WO6AL 56544 
CHAN-6 


WO6AN 56547 
CHAN-6 


WO6AP 56534 
CHAN-6 


WLOS LICENSEE, LLC 


NC,  BRASSTOWN, ETC. 


WLOS LICENSEE, LLC 
NC, SPRUCE PINE 


WLOS LICENSEE, LLC 
NC, OTEEN/WARREN 


WLOS LICENSEE, LLC 


NC, SAPPHIRE VALLEY,ETC. 


WLOS LICENSEE, LLC 


NC, MAGGIE VALLEY, ETC. 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


E/P CALL LETTERS 


PUBLIC NOTICE 


News media information 202 / 418-0500 


Broadcast Actions 


APPLICANT AND LOCATION 


TV TRANSLATOR OR LPTV STATION APPLICATIONS FOR RENEWAL GRANTED 


NC BRTVL-20120801ALU 


NC BRTVL-20120801ALV 


NC BRTVL-20120801ALW 


NC BRTVL-20120801ALX 


NC BRTVL-20120801ALY 


E 


E 


E 


E 


WO6AQ 56535 
CHAN-6 


WO8AN 56540 
CHAN-8 


W15DY-D 
56542 


CHAN-15 


W11AJ 56539 
CHAN-11 


W11AQ 56546 
CHAN-11 


WLOS LICENSEE, LLC 
NC, BAT CAVE, ETC. 


WLOS LICENSEE, LLC 
NC, BRYSON CITY, ETC. 


WLOS LICENSEE, LLC 
NC, MARION, ETC. 


WLOS LICENSEE, LLC 
NC, FRANKLIN 


WLOS LICENSEE, LLC 
NC,  ROBBINSVILLE, ETC. 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


News media information 202 / 418-0500 


E/P CALL LETTERS 


PUBLIC NOTICE 


Recorded listing of releases and texts 202 / 418-2222 


Broadcast Actions 


APPLICANT AND LOCATION 


TV TRANSLATOR OR LPTV STATION APPLICATIONS FOR RENEWAL GRANTED 


NC BRTVL-20120801ALZ 


NC BRTVL-20120801AMA 


NC BRTVL-20120801AMB 


NC BRTVL-20120801AMC 


UT BRTTV-20140602AUK 


E 


E 


E 


E 


E 


W12AQ 56545 
CHAN-12 


W12AR 56532 
CHAN-12 


W12AU 56543 
CHAN-20 


W12Cl 56541 
CHAN-12 


KO7SC 70964 
CHAN-7 


WLOS LICENSEE, LLC 
NC, BLACK MOUNTAIN 


WLOS LICENSEE, LLC 
NC,  WAYNESVILLE, ETC. 


WLOS LICENSEE, LLC 
NC, BURNSVILLE 


WLOS LICENSEE, LLC 
NC, HOT SPRINGS 


KUTV LICENSEE, LLC 
UT, HILDALE, ETC. (AZ) 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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REPORT NO. 48822 Broadcast Actions 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION 


Actions of: 09/14/2016 
TV TRANSLATOR OR LPTV STATION APPLICATIONS FOR RENEWAL GRANTED 


UT BRTTV-20140602AUL KO9CD 70963 KUTV LICENSEE, LLC 
E CHAN-9 UT, ROCKVILLE 

UT BRTTL-20140602AUN K31FG 35840 KUTV LICENSEE, LLC 
E CHAN-31 UT, DELTA, ETC. 

UT BRTT-20140602AUO K41FX 35838 KUTV LICENSEE, LLC 
E CHAN-41 UT, SPRING GLEN 

UT BRTTL-20140602AUP K43AE 35836 KUTV LICENSEE, LLC 
E CHAN-43 UT, MYTON, ETC. 

UT BRTTV-20140602AUT KO2AW 70997 KUTV LICENSEE, LLC 
E CHAN-2 UT, VIRGIN 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


News media information 202 / 418-0500 


E/P CALL LETTERS 


PUBLIC NOTICE 


Recorded listing of releases and texts 202 / 418-2222 


Broadcast Actions 


APPLICANT AND LOCATION 


TV TRANSLATOR OR LPTV STATION APPLICATIONS FOR RENEWAL GRANTED 


UT BRTTV-20140602AUU 


UT BRTTV-20140602AUV 


OR BRTTV-20141001BAZ 


OR BRTTV-20141001BBA 


OR BRTTV-20141001BBB 


E 


E 


E 


E 


E 


KO3AL 70956 
CHAN-3 


KO3BF 71004 
CHAN-3 


KO2EK 22588 
CHAN-2 


KO3BZ 22583 
CHAN-3 


KO4JP 22562 
CHAN-4 


KUTV LICENSEE, LLC 
UT, TOQUERVILLE 


KUTV LICENSEE, LLC 
UT, ENTERPRISE 


KTVL LICENSEE, LLC 
OR, APPLEGATE VALLEY 


KTVL LICENSEE, LLC 
OR, ROGUE RIVER 


KTVL LICENSEE, LLC 
OR, WILLIAMS 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 
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REPORT NO. 48822 
STATE FILE NUMBER 


Actions of: 09/14/2016 


News media information 202 / 418-0500 


E/P CALL LETTERS 


PUBLIC NOTICE 


Recorded listing of releases and texts 202 / 418-2222 


Broadcast Actions 


APPLICANT AND LOCATION 


TV TRANSLATOR OR LPTV STATION APPLICATIONS FOR RENEWAL GRANTED 


OR BRTTV-20141001BBC 


OR BRTTV-20141001BBD 


OR BRTTV-20141001BBE 


OR BRTTV-20141001BBF 


OR BRTT-20141001CAS 


E 


E 


E 


E 


E 


K04JQ 22577 
CHAN-4 


K04JZ 22558 
CHAN-4 


KTVL LICENSEE, LLC 
OR, BUTTE FALLS 


KTVL LICENSEE, LLC 
OR, GOLD HILL 


K15KE-D 22566 KTVL LICENSEE, LLC 


CHAN-15 


K10LR 22564 
CHAN-10 


K26DB-D 
21650 


CHAN-26 


OR, KLAMATH FALLS, ETC 


KTVL LICENSEE, LLC 
OR, BROOKINGS 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


NATURE O F APPLICATION 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


SINCLAIR PORTLAND LICENSEE, Renewal of License. 


LLC 
OR, ASTORIA 
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REPORT NO. 48822 Broadcast Actions 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION 


Actions of: 09/14/2016 
TV TRANSLATOR OR LPTV STATION APPLICATIONS FOR RENEWAL GRANTED 


OR BRTT-20141001CAV K42CZ-D 21660 SINCLAIR PORTLAND LICENSEE, 


LLC 
OR, LINCOLN CITY, ETC. 


E CHAN-42 


OR BRTT-20141001CAX K470P-D SINCLAIR PORTLAND LICENSEE, 
21648 LLC 
CHAN-47 OR, CORVALLIS 
OR BRTTV-20141001CDH K15KB-D 49759 SINCLAIR EUGENE LICENSEE, 
LLC 
E CHAN-15 


OR, SQUAW VALLEY 


OR BRTT-20141001CDI K33CP-D SINCLAIR EUGENE LICENSEE, 
E 49762 LLC 
CHAN-33 OR, GOLD BEACH 


PUBLIC NOTICE 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


NATURE (0) 


Renewal of License. 


Renewal of License. 


Renewal of License. 


Renewal of License. 


F 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


9/19/2016 


APPLICATION 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48822 Broadcast Actions 9/19/2016 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE O F APPLICATION 


Actions of: 09/14/2016 
FM BOOSTER APPLICATIONS FOR LICENSE TO COVER LICENSE CANCELLED 


UT BLFTB-20020102AAR DKUDE-FM1 SLC DIVESTITURE TRUST I (W. LICENSE TO COVER 
132587 LAWRENCE PATRICK, TRUSTEE) 


103.9 MHZ UT, PROVO INFORMAL OBJECTION FILED 1/24/02. 


LETTER WITHDRAWING INFORMAL OBJECTION 
FILED 2/19/02 


License granted 6/25/2002 
KUDE-FM1 booster licence cancelled and call letters deleted 9/14/2016 


via public notice, as the KUDE main station is now licensed on Channel 
256A per BLH-20160831AAJ. 


FM TRANSLATOR APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY PERMIT CANCELLED 


NY BPFT-20160722AAP W260BE STATE UNIVERSITY OF NEW Minor change in licensed facilities, callsign W260BE. 
138958 YORK 
100.1 MHZ NY, WATERTOWN Permit Cancelled 9/14/2016 per permittee's request - no letter sent 
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